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?ancy the Account given above by the Venerable Lambarde >f the ship &c might cause a sudden report, that the Palace -vas Burnt down, which report when once raised would soon jet to London, & run over the Country like wild fire, & tis dlways difficult to restore truth, when falsehood has spread itself, Lambarde seems to intimate as much, when he says ithis accident7 did no further harm) yet it may be a vulgar Brror to this Day, that that Palace was burnt down, & as the real fact of the ship firing its guns, was little known, ;he Eebells were at hand to be the Incendiarys.
To be sure I have no great reason to think your Honour 2ares much about this Greenwich Palace, now no more, yet C am so happy in having discovered so much about it, (tho' E still wish for, & shall seek after more) that I cannot help sommunicating it, hope therefore you will forgive my vvaisting so much of your time, & believe it all well meant, as also that I am now, & ever shall remain with the greatest
Respect
Yr Honours
Most Obedient &
very highly Obliged Humble Serv*
NATH. HILLIER. Pancras Lane May. 5.1780.
168.   FROM NATHANIEL HILLIER.
Sr                                                        Pancras Lane May 81. 1780.
THE bearer hereof waits on your Honour for the Generous Present you was pleased to make me a Tender of in your last favor. And now, according to my Promise, Trinity Monday being past, & your Honour having told me you had not heard of Lord Korthamptons Hospital at Greenwich, before I had the opportunity of mentioning it, I take the 7 MS. ' accidendt.'have been painted, it is a name at hand ready to supply the uncertain Authors of any calamitous event, of Antient Standing, I G See note 8,le.
